Folk OIG PRR 096740 


PRICE 

QUOTATION 


Sales Quote Date: 02/29/12 

Sales Quote Number: Q189945 

Requested For Shipment To: 

AMHERST DRUG LAB 
637 N. PLEASANT ST. 

MORRILL BLDG RM: N251 
AMHEARST, MA 01003 

Notes and Comments: 

Description 

TUBE TEST GLASS STOPPER 
VWR89000864CS 
1 -10 ML DISPENSER LP BTL 
V W R53501634 EA 
Syringe 10ul straight FN 
Liner split straight 
Filament high temperature El 


Part No. 

KIMBLE-CHAS 45100-16150 

WHEATON IN 844064 

AGILENT TECH 9301-0725 
AGILENT TECH 19251-60540 
AGILENT TECH G3170-60050 


FOB Destination 

Quotation valid for 30 days from date of issuance. 

Estimated delivery time from date of issuance is 7 to 10 Days 


Government Scientific Source, Inc. 

Veteran Owned Small Business 
12351 Sunrise Valley Drive, Reston, Virginia 20191 
(800) 248-8030 * (703) 734-1805 

Fax (703) 734-1803 

Salesperson: JEANNIE RUIZ Page 1 

Customer ID: Cl 0798 

E-Mail: jruiz@govsci.com 

Requested By: 

Name: 

Phone: 

Fax: 

E-Mail: 


UOM 

Qty 

List Price 

Sales Price 

Ext Price 

Case 

1 

641.97 

462.22 

462.22 

Case 

1 

442.07 

340.39 

340.39 

Each 

3 

212.00 

180.20 

540.60 

Each 

10 

20.62 

17.53 

175.30 

Each 

5 

124.00 

116.56 

582.80 


JAMES HANCHETT 

413-545-2607 

413-545-2608 

james.hanchett@state.ma.us 


Subtotal: 
Sales Tax: 
Total: 


2,101.31 

0.00 

2,101.31 


